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7.3  OCEAN-BOTTOM SEISMOGRAPHS

Because of the relative difficulties in establishing per-
manent ocean-bottom instrumentation, discussed in Section
6.3, the packages (see Figure 7.2) for the ocean-bottom
observatories designated as part of the NDSN should record
a broad range of seismic and associate phenomena.  The
packages should include the following instruments:

(c)

FIGURE 7.2  (a) Ocean-bottom seismograph system prior to
deployment.  Seismograph system is in the larger lower
center cylinder.  The four drums are for flotation.  Top
cylinder is the acoustic release system.  System is hang-
ing from crane-

(b) System being lowered into water.

(c)  System at recovery.  (Photographs by Robert Bookbinder,
Lamont-Doherty Geological Observatory, Columbia University.)